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ABDOMINAL INJURY, nonpenetrating, treatment of, 1:20 
Acoustic trauma, 1:35 
Adams-Stokes Syndrome, 10:11 
Admiral Hogan Named Surgeon General 5:3 
Aero Medical Association Meeting, 4:36, B;3o 
Aerosol Insecticide, 10:37 
Afibrinogenemia, congenital, 2:7 
Allergy and Hodgkin's Disease, 8:11 
"A Letter" 4:21 
American College of Physicians, 5:24 
American College of Chest Physicians, 2:23 
Amputation, transmetatarsal for gangrene, 5:21 
Analgesic, pyribenzamine as a regional agent, 8:7 
Anemia, diagnosis of pernicious, 4:3 

Anesthesia, regional, pyribenzamine as analgesic, 8:7 
Aneurysms, arterial, multiple intracranial, 6:12 
Aneurysmal bone cysts, 4:18 

Angina pectoris, treatment with cinchona alkaloids, 1;6 
Antibiotics for prevention of rheumatic fever, 2:3 
Anticoagulants in cardiovascular disease, 4:10 
Arterial aneurysms, multiple intracranial, 6:12 
Arterial prostheses, rigid, and flexible for replacement, 6:5 
Arteriosus, patent ductus, 10:9 

Arthritis, rheumatoid, gold-hormonal therapy in, 9:8 
Asthma, unexpected death in, 6:17 
Atomic casualties, medical care of, 3:2° 
Auricular flutter, chronic, 1Q:10 
Automobile collision injuries, 1:19 

Aviation Medical Acceleration Laboratory, Johnsville, Pa, 
4:19 

Aviation Medicine certification, 4:33 
Aviation Medicine practice, 4:40 

BALLISTOCARDIOGRAPHY, 3:6 

Barbiturate intoxication, new treatment for, !2;11 
Bedbug control on board ship, 6:34 
Bibliography, reference, (PrevMedDiv) 1 :34 
Biopsy, vho should take Che? 7:23 
Bladder 

neurogenic, early treatment of, 1;22 
ureteral obstruction from endometriosis, 9:12 
vesical neck contracture, 9;14 
Blood 

afibrinogenemia, congenital, 2:7 

anemia, pernicious, diagnosis of, 3;3 

vessel grafts in chronic occlusive disease in femoral 

artery, 6:8 

hemoglobin C disease, 8:16 
carbonmonoxide blood concentration, 8:31 
diagnosis of hemolytic transfusion reactions, 11:3 
intravenous infusion of emulsified fat, 11:17 

Board Certifications, 2:29; 7:26; 9:26; 10:29; 11:26; 12:25 

Breast cysts, routine aspiration of, 12:14 

Breast, primary cancer of, 1:17 

Breast self-examination, 10;17 

Breathing rescue apparatus, 6;38 

Bronchial and tracheal grafts, 8:6 

Burns, skin graft coverage for, 4:13 

CANCER 

breast, primary cancer of, 1:17 
chemical control of, 2:11 
new horizons in, 3:8 
occupational, 5:34 

gold, radioactive colloidal, in treatment of, 7:20 
primary, of the liver, &:9 

cervix carcinoma in situ, treatment of, fe:20 



lung cancer control through mass x-ray screening, 9:3 * 
breast self-examination, 10:17 
mastectomy for carcinoma of breast, 12:17 
carcinoma of prostate treated with radioactive gold, 
12:19 

Cardiac arrest, treatment of, 11:8 
Cardiopericardiopexy, 1 ;13 
Cardiovascular disease 

hypertensive (Fheochromocytoma), 1:12 

photofluorographic detection of, 3:34 

anticoagulants, treatment with, 4:10 
Caries, experiments in germfree rats inoculated with 

enterococci, 8:21 
Cervical disk, shoulder-arm-hand syndrome, 10:3 
Cervix carcinoma in situ, conservative treatment of, 8:20 
Chemical control of cancer, 2:11 
Chest 

children of tuberculous parents, 1:8 
middle lobe disease, acute, transient, 4:9 
occupational disease, conference on, 6:37 
tuberculin test, 7:36 

pulmonary function in diseases of, 8:24 
mass x-ray screening for cancer control, 9:3 
diffuse, indolent pulmonary tuberbulosis , 9:6 
mediastinal tuberculosis, 10:22 
musculoskeletal chest pain, 11:6 
pulmonary infiltrations , diffuse,- 11:36 
intrathoracic surgery for patients over sixty, 12:16 
Children 

of tuberculous parents, tuberculosis risk oi, 1:8 
enuresis in female, treatment of, 2:17 
insulin requirements of diabetic, 5:7 
Chlorine tests on water, 2:38 

Chlorpromazine, effects of in psychiatric disorders, 10:15 
Cholografin in the post-cholecystectomy syndrome, 5:9 
Cinchona alkaloids, treatment for angina pectoris, 1:6 
Ci-rculation 

cardiopericardiopexy, operative procedure to 
reestablish, 1 :13 
ballistocardiography, 3 :6 
Coccidioidomycosis, skeletal lesions in, 10:6 
Colchicine in treatment of Hodgkm T s Disease, 5:4 
"Commendation, 11 10:25 
"Commendations , "9 :20 
"Commendatory Letter" 6:3 
C.N.O, a letter from, 5:4 
Coronary syndrome, intermediate, 1:24 

Coronary vasodilator drugs, objective evaluation of, 5:13 
Cysts 

aneurysmal bone, 4:18 

breast, routine aspiration of, 12:14 

Dental 

technician in-service training program, 1:31 
experimental caries in germfree rats inoculated with 
enterococci, 8:21 
material, defective, 8:32 
commissioning allowance, 8:31 
research, ONR, 9:17 
officers, Reserve points for, 9:25 
Dentistry 

periodontics, public health aspects of, 3:19 

recovery of tubercle bacilli from mouth washings, 5:17 

bacillus counts, reducing, 11:12 

toothbrushing procedure for orthodontic patients, 11:14 
Deputy Surgeon General and Assistant Chief, BuMed, 6:3 
Diabetes 

triopathy of, 2:1 
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labile, 8:13 
Diamox, continuous use of, 9:9 
'Did You Get Yours Today? 11 12:32 
Disability, nonoccupational, 1 :36 
Diving 

medical and submarine technicians, 3:30 
deep sea, medical technic, 5:24 
'Doctors in the Sky' ! 8;37 
Duodenum, hematoma, intramural, 2:16 

EAR, acoustic trauma, clinical and laboratory study, 1:35 
Effusions, histological study of, 1:3 
Ejection Seat Indoctrination, 8:40 
Electroencephalography, course in, 9:25 
Emotional illness, 9:39 

Endometriosis, ureteral obstruction from, 9:12 

Enteric carriers, 2:36 

Enuresis in female children, 2:17 

Environmental medicine, 1 :37 

Esophageal carcinoma, tumoroutline of, 7;17 

Esophagitis, subacute erosive, 5:11 

Enterococci germfree rats inoculated with in experimental 
caries, 8:21 

Eye 

methanol poisoning, 2;2D 
refractive errors, 8:32 

'FACT or Fancy" 12:35 

Fat, emulsified, experience with intravenous infusion, 
11:17 

Field Medicine, course in, 4:22; 8:30 
Film, "Drive Right" 2:36 

"Financially and Physically, How Do You Rate, Doctor? " 
12:5 

Fistula, tracheo- esophageal due to blast injury, 4:16 
Flies, house, and enteric disease, °:35 
Flight Surgeons, West Coast, 4:38 
'Flight Surgeon, Where vVasthe" 8:34 
Food service management program, 12:25 

milk, dispensing bulk, 2:37 

sandwiches, supplied, 2 :37 

pastry fillings, synthetic, 3:39 

Service Management Program, 12:25 

GANGRENE, transmetatarsal amputation for, 5:21 
Gastroenteritis Studies in Egypt, 11:28 
G. G 20, misunderstandings of, 10:38 
Gold 

hormonal therapy in rheumatoid arthritis, 9:8 
radioactive colloidal, m treatment of cancer, 7:20 

Grafts, blood vessel, in chronic occlusive disease in 

B femoral artery, 6:8 

Guillain-Barre Syndrome, 4:5 

HEALTH Conference, Industrial, 5:33 
Heart 

angina pectoris, treatment with cinchona alkaloids 1:6 

cardiopericardiopexy, 1:13 

coronary syndrome, intermediate, 1:24 

photofluorographic detection of cardiovascular disease, 

3:34 

cardiovascular disease, treatment with anticoagulants, 
4:10 

coronary vasodilator drugs, evaluation of, 5:13 
liver in congestive failure, 7:11 
pulmonary edema, 7:13 

pulmonary function in diseases of chest, 8:24 



mercumatilin in congestive failure, 8:17 
condition reported by radio, 8:27 
Diamox, continuous use of, 9:9 
auricular flutter, chronic, 10:9 
a lams-Stokes syndrome, 10:11 
arrest, treatment of, 11:8 

Hematoma, of the duodenum, intramural, 2:16 
Hemoglobin G Disease, 8:16 

Hemolytic transfusion reactions, diagnosis of, 11:3 
Hemorrhage, spontaneous subarachnoid, 2:13 
Hepatitis 

infectious, in pregnant women, 3:10 
infectious, epidemic of, 11:5 
Herniation of the liver, 10:5 

Hip joint, tuberculous, management of, 3:12 
Histological study of effusions, 1:3 
Ilodgkin's Disease 

colchicine in treatment of, 5:4 

and allergy, 8:11 
"Honors" 4:21 

Hospital Corps Handbook, request for obsolete issues 1:28 
Household goods, 11:20 

Hypertension, treatment with Reserpine, 6:20 
Hypertensive emergencies, parenteral treatment with 

Reserpine, 10:14 
Hypotension, induced, 12:6 

Hysterectomy, radical and pelvic lymphadenectomy 6:14 

INDUSTRIAL Health Conference, 5:33 

Instructions, BuMed 

7302. 3— NOy contracts, change orders to, 2:30 
6320. 5D--special treatment hospitals, 2:31 
6250. 4--pest control, 2:32 

6710. 12- -dental and medical material, 4:26 
6320. 9B--outpatient report, 4:30 
6260. 4--toxic materials, 5:29 

6620. IB- -periodicals, professional, subscriptions for, 
5:30 

4247. 1--Federal taxes, 5:31 

1 1013. 1- -specific work requests, 7:30 

70 10- -Allotments, 7:31 

5600. 2B- -Professional articles, publication of, 7:31 
6460. 3A- -Tissue homografts, studies concerning, 7:32 
6222. 5 A- -Syphilis , treponemal immobilization test 
for, 8:30 

6510. 4A- -Carbon monoxide blood concentration, 8:31 
6710. 1 3 - -Dental and medical material, defective, 8 ;32 
6100. IB- -CAA certification, 9:29 

6820. 4B- -Books, professional and technical, 9:30 
6710. 14--Dental and medical material, defective, 9:31 
6224. 4- -Tuberculous patients, treatment of, 10:30 
7110. 1--Financial requirements, estimates of, 10:31 
5215. 4A--Medical Department Manual, 10:32 
3750. 1--Aircraft accident boards, 12:32 
4440. 3--Material in nonaccountable status, 12:31 
6240. 2--Milk and milk products, 12:31 
7320. 3--Pricing, unit of MB property, 12:27 

Infant, resuscitation of newborn, 5:16 

Influenza 

occurrence of, 3:32 

vaccines in Great Britain, 3:34 

distribution of outbreaks, 5;31 

Injuries, automobile collision, 1:19 

Insecticides 

care in use of, 1:38 
errors in use of, 2:39 

Insulin requirements of diabetic children, 5:7 
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Intestinal polyposis, familial, Z:b 

Intrathoracic surgery inpatients over sixty, 12;l6 
Isotopes 

training in special weapons, and. military medicine, 
1:26, 2:25 
radioactive, 3:21 

radioactive, in a community hospital, 11:8 

■JUST One Letter" 2;24 
KIDNEY 

renal insufficiency, clinical syndrome of, 3:3 
polycystic kidney, surgical treatment of, 3:14 
ultraviolet microscopy of renal vascular diseases, 4:11 
nephritis, management of chronic, 7;9 
labile diabetes, 8:13 

renal angiography, criticism of, 9:15 
Knee ligament surgery, end results of, 6:10 
KPAS (potassium para -aminosalicylate, clinical use of), 

7:7 

LACTATION, combined steroids to suppress, 11:18 
Lactobacillus, reducing salivary counts, 11:12 
Lectures, invitational, by medical officers, 9:24 
'A Letter" 12:23 

Letter of thanks to Marine Adder, 12:24 

Lichen planus, 2:21 

Liver 

infectious hepatitis in pregnant women, 3:10 
in congestive heart failure, 7 ; 1 1 
primary cancer of, 8:9 
herniation of, 10:5 

infectious hepatitis, epidemic of, 11:5 
Lobe, middle, acute transient disease of, 4:9 
Lymphadenectomy, pelvic and radical hysterectomy, 6:14 

MASTECTOMY, simple, for carcinoma of the breast, 

12:17 * 
Mediastinal tuberculosis, 10;22 
Medical Department workload, 10:23 
Medicine, environmental, 1:37 
Mercumatilin in congestive heart failure, 8:17 
Methanol poisoning, 2:20 
M. I. F.C. technique, 8:25 
Milk-Alkali syndrome, 8:23 

Milk, dispensing bulk, 2:3? 

Musculoskeletal chest pam, 11:6 

Mutual Aid Association, Navy 

examination for membership in, 5:25, 6:27 

NEPHRITIS, management of chronic, 7:9 

Neurogenic bladder, early treatment of, 1:22 

Notices , BoMed 

15QG--Dental tecnnician in-service program, 1:31 
63lO--Diagnostic titles, instructions relating to, 1:31 
63 1 0- -Na vMed-F card on each patient, 2:30 
6320--Hospital staffing report, Part IV, 2:30, Part II, 
2:31 

6780-~Protective clothing set, 4:28 
6300--Cancer information, 4:29 
6150--Sick call treatment record, 4:29 

6710--Antibiatics , extension of potency dates, 5:29, 9: 29 
12250- -Ungraded positions, 5:30 

6820 - -Psychological first aid in community disasters, 

5:30 

7 100- -Ambulances and other vehicles, requirements for' 
8:30, 9:31 



67 50 --Dental commissioning allowance, 8:31 
7 ."^--Material, in-store, financing, 9:30 
62i0*-- Smallpox immunization in France, 10:30 
4400 inventories of medical and dental stores, 10:31 
6150--Standard Form 88 h 89, 10:3 L 
5212--VA patients, records, 12:27 
12, 000 Industrial Relations Institute, 12:27 
465 1 - -Conference travel, 12:31 
Niiclear Explosions, Effects of High- Yield (U.S. Atomic 
Energy Commission) 7:3; 8:3 

OBESITY, unobtrusiveness in treating, L:9 
Occupational cancer, 5:34 

Occupational chest disease, conference on, 6:37 

PANCREATITIS, acute, 1:15 
Parasites, intestinal, in Japan, 9:37 
Pastry fillings, synthetic cream, 3:39 
Patent ductus arteriosus, 10:9 

Pelvic lymphadenectomy and radical hysterectomy, 6:14 
Penicillin prophylaxis, orai, streptococcal infections, 
11:9 

Periodontics, public health aspects of, 3:19 
Pests 

insecticides, care in using, 1:38 
control, 2:32 

errors in use of insecticides, 2:39 
vector control by PMU No. I, 3:36 
control improvement, 5:39 
bedbug control on board ship, 6:34 
houseflies and enteric disease, 9:35 
aerosol insecticide, 10:37 
Pheochromocytoma, 1 :12 

Phenylbutazone in treatment of rheumatoid arthritis, 7 :1 5 
Photofluorographic detection of cardiovascular disease, 

3:34 

Poisoning, methanol, 2:20 
Poliomyelitis, 10:32, 1 1 ;29 

Poliomyelitis vaccine, Salk, notes on, 11:28 
Polycystic kidney, surgical treatment of, 3:14 
Polyposis, intestinal familial, 2:5 

Postcholecystectomy syndrome, cholografin in, 5:9 
Potassium Para^ammosalicylate (KPAS), clinical use 

of, 7:7 
Probenecid, 4:7 
Prostate, carcinoma of, 7:18 

Prostate, carcinoma of treated with radioactive gold, 
12:19 

Prostheses, rigid and flexible for arterial replacement, 
6:5 

Pregnant women, infectious hepatitis in, 3:10 
Promotion to Lieutenant Commander, Reserve Selection 

Board for, 1 :28 
Protozoan infection, 5:37 
Psittacosis in Colorado, 8:18 

Psychiatric disorders, chlarpromazine, effects of, 10:15 
Pi_lmonary edema, 7:13 

Pulmonary function in diseases of the chest, 8:24 
Pulmonary infiltrations, differential diagnosis of diffuse, 
11:36 

Pyribenaamine as an analgesic agent in regional anesthesi 
6:7 

RADIO, new, reports patient's heart condition, 8:27 
Radioactive isotopes in a community hospital, 12;8 
Radiobiology course, 5:23 
Ray of Sunshine" 9:20 
Reference publications, 1:32 
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Refractive errors, 6:32 
Rehabilitation, 10:25 
Renal 

insufficiency, acute, clinical syndrome of, 3:3 
vascular diseases, ultraviolet microscopy of, 4:11 
angiography, criticism of, 9:15 
Reserve 

points for dental officers, 9:24 
medical program officers, 12:27 
to Regular, 12:35 
Reserpine, treatment of hypertension with, 6:20 
Reserpine, parenteral, in treatment of hypertensive 

emergencies, 10:14 
Residency training 
policy, 1 :2, 2:2 

in the Navy, opportunity for, 3:2, 4:2, 5:2 

in the Navy, 6:2, 7:2, 8:2, 9:2, 10:2, 11:2, 12:2 

Resuscitation of the newborn infant, 5:16 

Retirements, 1:25 

Retirement points, A. M. A. , 5:25 

Rheumatic fever, antibiotics for prevention of, 2:3 
Rheumatoid arthritis, phenylbutazone in treatment of, 
7:15 

Roentgenography 

lung cancer control, mass screening for, 9:3 

patent ductus arteriosus, 10:9 
Rotation sequence and tours of duty, 7:26 

SAFE practices for Navy motor vehicle operators, 3:25 
Salivary gland, tumors of, 5:13 
Sanitation, general 

dispensing bulk milk, 2:37 

supplied sandwiches, 2:37 

chlorine tests on water, 2:38 

synthetic cream pastry fillings, 3:39 

trailer court sanitation^ 5;36 

sanitary services, 5:36 

sanitation technician, 5:38 

bedbug control on board ship, 6:34 

water, heavy chlorination of, 9:38 

G. O. 20, misunderstandings of, 10:3b 

vegetable produce, I 1 ar Eastern, 10:39 

salmonella in pork sausage, 10:39 
SF-88's and SF-89's, ti;39 
Shoulder 

-arm-hand syndrome, cervical disk, 10:3 

the painful and stiff, 3:16 

posterior dislocation of, 9:11 
Skeletal lesions in coccidioidomycosis, 10:6 
Skin graft coverage of extensive burns, improved method 

for, 4:13 
Smallpox in Trance, 5:32 
Stomach 

smooth muscle tumors of, 2:15 

benign ulcers of greater curvature of, 4:15 
Subarachnoid, spontaneous hemorrhage, 2:13 
Submarine medicine technicians, and deep sea diving, 

3:30 

Surgeon General, Plans and Policies, 12:2 
Surgery 

pheochromocytoma, 1 :12 

cardiopericardiopexy, 1 :3 

cancer of the breast, primary, 1:17 

polyposis, familial intestinal, 2:5 

tumors, smooth muscle of stomach, 2:15 

hematoma of the duodenum, intramural, 2:16 

polycystic kidney, treatment of, 3:14 



ulcere, of greater curvature of stomach, 4:15 
tracheoesophageal fistula due to blast injury, 4:16 
aneurysmal bone cysts, 4:18 
tumors of salivary gland, 5:18 

transmetatarsal amputation for gangrene, 5:21 
arterial prostheses, rigid and flexible for replace- 
ment, 6:5 

blood vessel grafts in chronic occlusive disease i& 

femoral artery, 6:8 

knee ligament, end results of, 6:10 

pelvic lymphadenectotny, 6:14 

carcinoma of the prostate, 7;18 

trachea* and bronchial grafts, 8:6 

vesical neck contracture, 9:14 

cervix, carcinoma in situ, conservative treatment 
of, 9:20 

liver, herniation of, 10:5 
tuberculosis, mediastinal, 10:22 
mastectomy for carcinoma of the breast, 12:17 
Syndrome, clinical, qf acute renal insufficienc y, 3:3 

TAD in Washington, 9:24 
Tea, effects of, book review, 12;36 
Tetanus prophylaxis, 10:20 
Thermometer, get the right, 7:40 
3, 5 in '55, 4:30 

Toothbrushing procedure for orthodontic patients, 11:14 
T. P. I. Laboratories, change in, 7 :32 
Tracheal and bronchial grafts, 8:6 

Tracheoesophageal fistula due to blast injury, 4:16 
Traffic accident reduction, 2:32 
Trailer court sanitation, 5;36 
Training 

isotopes, special weapons and military medicine, 
1:26 

medical military training program, 1:27 

combat and field medicine, correspondence course, 

1:29 

dental technician in-service program, 1:31 
American college of chest physicians, 2:23 
course in special weapons, isotopes, and military 
medicine, 2:25 

medical care of atomic casualties, 3:29 

medical technicians, deep sea diving and submarine, 

3:30 

postgraduate short courses, 3:30 

cancer education program, 3:31 

field medicine, training course, 4:22 

radiobialogy course, 5:23 

diving, deep sea, medical technic, 5:24 

early detection and prevention of disease, course 

by American College of Physicians, 5:24 

sanitation technician, environmental, 5 :38 

aviation medicine, 6:21 

correspondence courses, 6:22 

officer training, 6:26 

field medicine, 8:30 

ejection seat indoctrination, 8:40 

electroencephalography, 9:25 

po s tgraduate , 9 :32 

for Reserve personnel, 11:21 

Industrial Relations Institute, 11:27 

food service management, 12:25 
Transfusion reactions, diagnosis of hemolytic, 11:3 
Transmetatarsal amputation for gangrene, 5:21 
Trauma, acoustic, 1 :35 

Tubercle bacilli, recovery from mouth washings of 
patients, 5:17 
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Tuberculin teat, 7:3h 

Tuberculosis 

risk in children of tuberculous parents, 1:8 
tuberculous hip joint, management of, 3:12 
diffuse indolent pulmonary, 9:6 
mediastinal, 10:22 

Tumor outline of esophageal carcinoma*, 7:1T 

Tumors 

of the salivary gland, 5:18 

of the stomach, smooth muscle,. 2:15 

TV production - "The Lifeline" 11:21: 

ULCERS 

benign, of greater curvature of stomach, 4;15" 



milk-alkali syndrome, 8:23 
Ultraviolet microscopy of renal vascular diseases, 4:11 
Ureteral obstruction from endometriosis, 9:12 

VD, Navy regulations concerning, 7:33 
Vector control by PMU No. I, 3;36 
Venereal diseases among teen-agers, 12:20 
Vesical neck contracture, 9:14 

WATER, heavy chlorination of, 9:3b 

X-RAY screening for lung cancer control, 9:3 

YELLOW fever on the move, f>:32 
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